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SUBJECT: REQUEST EOR MEDICAL TREATMENT OF DAUGHTER 
OF GENERAL NIVAR AT WALTER REED HOSPITAL 

REP: SANTO DOMINGO 01 10 

DEPARTMENT FORWARDED REQUEST CONTAINED REPTEL TO DEPENSE 
WITH RECOMMENDATION FOR APPROVAL. HOWEVER DEPENSE DECLINED 
TO AUTHORIZE TREATMENT AT US MILITARY MEDICAL FACILITY 
DUE TO THE PACT THAT ANY UNIVERSITY MEDICAL CENTER OR 
LARGE CIVILIAN GENERAL HOSPITAL COULD PROVIDE CARE EQUAL 
TO THAT WHICH COULD BE PROVIDED AT A MILITARY HOSPITAL. 
REQUEST EMBASSY CONVEY TO GOVERNMENT OF THE DOMINICAN 
REPUBLIC AND GENERAL NIVAR OUR REGRET THAT REQUEST 
FOR MEDICAL TREATMENT COULD NOT BE ACCOMMODATED. 

WE UNDERSTAND MISS NIVAR IS PRESENTLY IN NEW YORK CITY 
AND IP EMBASSY BELIEVES IT WORTHWHILE TO SUGGEST CIVILIAN 
MEDICAL FACILITIES LOCATED THERE, TWO EXCELLENT POSSI- 
BILITIES WOULD BE THE NEW YORK HOSPTTAT .-CORNELL UNIVERSITY 
MEDICAL CENTER AND THE PRESBYTERIAN HOSPITAL-COLUMBIA 
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HAS BEEN INFORMED OE THIS DECISION AND THE HOSPITAL 
RECOMMENDATIONS PASSED TO HIM. KISSINGER 
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